AMENDMENT NO. 1 OCTOBER 2015 
TO 
IS 14561 : 2014 FIRE RESISTING (INSULATING) FILING 
CABINETS — SPECIFICATION 


(Second Revision) 
[Foreword, para 2, a)] — Substitute the following for the existing: 


‘a) Testing clause for the drawer, suspension test and latch test has been 
modified.’ 


(Page 1, clause 3.2, line 1) — Substitute ‘Vertical’ for ‘standard’. 


(Page 1, Table 1, col 3 and col 4) — Substitute the following for the 
existing: 


6) (4) 
260 260 
370 450 
450 400 
60 60 


[Page 1, clause 7.2, line 3] — Delete ‘Homogeneous’. 


[Page 3, clause 10.2.1 g), line 1] — Substitute ‘60s to 120s’ for 
‘60 to 120’. 


(Page 4, clause 12.1) — Substitute the following for the existing: 
‘12.1 Marking of Cabinets 
A metal plate showing classification of cabinet together with the manufacturer’s 
name or Trade mark , serial number and the year of manufacture shall be fixed 


on inside surface of the top drawer of the cabinet in such a way that it is visible 
when it is opened.’ 
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